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REFERENCE: FDHS 289:2007 



Foreword 

The Common Market for Eastern and Southern Africa (COMESA) was established in 1994 as a 
regional economic grouping consisting of 20 member states after signing the co-operation Treaty. 
In Chapter 15 of the COMESA Treaty, Member States agreed to co-operate on matters of 
standardisation and Quality assurance with the aim of facilitating the faster movement of goods 
and services within the region so as to enhance expansion of intra-COMESA trade and industrial 
expansion. 

Co-operation in standardisation is expected to result into having uniformly harmonised standards. 
Harmonisation of standards within the region is expected to reduce Technical Barriers to Trade 
that are normally encountered when goods and services are exchanged between COMESA 
Member States due to differences in technical requirements. Harmonized COMESA Standards 
are also expected to result into benefits such as greater industrial productivity and 
competitiveness, increased agricultural production and food security, a more rational exploitation 
of natural resources among others. 

COMESA Standards are developed by the COMESA experts on standards representing the 
National Standards Bodies and other stakeholders within the region in accordance with 
international procedures and practices. Standards are approved by circulating Final Draft 
Harmonized Standards (FDHS) to all member states for a one Month vote. The assumption is 
that all contentious issues would have been resolved during the previous stages or that an 
international or regional standard being adopted has been subjected through a development 
process consistent with accepted international practice. 

COMESA Standards are subject to review, to keep pace with technological advances. Users of 
the COMESA Harmonized Standards are therefore expected to ensure that they always have the 
latest version of the standards they are implementing. 

This COMESA standard is technically identical to lEC 60059:1999, lEC Standard current ratings 



A COMESA Harmonized Standard does not purport to include all necessary provisions of a contract. 
Users are responsible for its correct application. 
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Numero de reference 

Reference number 

CEI/IEC 60059:1999 



Numeros des publications 



Numbering 



Depuis le 1er Janvier 1997, les publications de la CEI 
sont numerotees a partir de 60000. 



As from 1 January 1997 all lEC publications are 
issued with a designation in the 60000 series. 



Publications consolidees 

Les versions consolidees de certaines publications de 
la CEI incorporant les amendements sont disponibles. 
Par exemple, les numeros d'edition 1.0, 1.1 et 1.2 
indiquent respectivement la publication de base, la 
publication de base incorporant I'amendement 1, et la 
publication de base incorporant les amendements 1 
et2. 



Consolidated publications 

Consolidated versions of some lEC publications 
including amendments are available. For example, 
edition numbers 1.0, 1.1 and 1.2 refer, respectively, to 
the base publication, the base publication incor- 
porating amendment 1 and the base publication 
incorporating amendments 1 and 2. 



Validite de la presente publication 

Le contenu technique des publications de la CEI est 
constamment revu par la CEI afin qu'il reflete I'etat 
actuel de la technique. 

Des renseignements relatifs a la date de reconfir- 
mation de la publication sont disponibles dans le 
Catalogue de la CEI. 

Les renseignements relatifs a des questions a I'etude et 
des travaux en cours entrepris par le comite technique 
qui a etabli cette publication, ainsi que la liste des 
publications etablies, se trouvent dans les documents ci- 
dessous: 

• "Site web» de la CEI* 

• Catalogue des publications de la CEI 

Publie annuellement et mis a jour 

regulierement 

(Catalogue en ligne)* 

• Bulletin de la CEI 

Disponible a la fois au «site web» de la CEI* 
et comme periodique imprime 



Terminologie, 
et litteraux 



symboles graphiques 



En ce qui concerne la terminologie generale, le lecteur 
se reportera a la CEI 60050: Vocabulaire Electro- 
technique International (VEI). 

Pour les symboles graphiques, les symboles litteraux 
et les signes d'usage general approuves par la CEI, le 
lecteur consultera la CEI 60027: Symboles litteraux a 
utiliser en electrotechnique, la CEI 60417: Symboles 
graphiques utilisables sur le materiel. Index, releve et 
compilation des feuilles individuelles, et la CEI 60617: 
Symboles graphiques pour schemas. 



Validity of this publication 

The technical content of lEC publications is kept 
under constant review by the lEC, thus ensuring that 
the content reflects current technology. 

Information relating to the date of the reconfirmation 
of the publication is available in the lEC catalogue. 

Information on the subjects under consideration and 
work in progress undertaken by the technical 
committee which has prepared this publication, as well 
as the list of publications issued, is to be found at the 
following lEC sources: 

• lEC web site* 

• Catalogue of lEC publications 

Published yearly with regular updates 
(On-line catalogue)* 



lEC Bulletin 

Available both at the lEC web site* 
as a printed periodical 



and 



Terminology, graphical and letter 
symbols 

For general terminology, readers are referred to 
I EC 60050: International Electrotechnical Vocabulary 
(lEV). 

For graphical symbols, and letter symbols and signs 
approved by the lEC for general use, readers are 
referred to publications I EC 60027: Letter symbols to 
be used in electrical technology, lEC 60417: Graphical 
symbols for use on equipment. Index, survey and 
compilation of the single sheets and lEC 60617: 
Graphical symbols for diagrams. 



Voir adresse «site web» sur la page de titre. 



See web site address on title page. 
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COMMISSION ELECTROTECHNIOUE INTERNATIONALE 



CARACTERISTIQUES DES COURANTS NORMAUX DE LA CEI 



AVANT-PROPOS 

1) La CEI (Commission Electrotechnique Internationale) est une organisation mondiale de normalisation composee 
de I'ensemble des comites electrotechniques nationaux (Comites nationaux de la CEI). La CEI a pour objet de 
favoriser la cooperation Internationale pour toutes les questions de normalisation dans les domaines de 
I'electricite et de relectronique. A cet effet, la CEI, entre autres activites, publie des Normes Internationales. 
Leur elaboration est confiee a des comites d'etudes, aux travaux desquels tout Comite national interesse par le 
sujet traite peut participer. Les organisations internationales, gouvernementales et non gouvernementales, en 
liaison avec la CEI, participent egalement aux travaux. La CEI collabore etroitement avec I'Organlsatlon 
Internationale de Normalisation (ISO), selon des conditions fixees par accord entre les deux organisations. 

2) Les decisions ou accords officiels de la CEI concernant les questions techniques representent, dans la mesure 
du possible un accord international sur les sujets etudies, etant donne que les Comites nationaux interesses 
sont representes dans chaque comite d'etudes. 

3) Les documents produits se presentent sous la forme de recommandations internationales. lis sont publies 
comme normes, rapports techniques ou guides et agrees comme tels par les Comites nationaux. 

4) Dans le but d'encourager I'unification Internationale, les Comites nationaux de la CEI s'engagent a appliquer de 
fagon transparente, dans toute la mesure possible, les Normes internationales de la CEI dans leurs normes 
nationales et regionales. Toute divergence entre la norme de la CEI et la norme nationale ou regionale 
correspondante doit etre indiquee en termes clairs dans cette derniere. 

5) La CEI n'a fixe aucune procedure concernant le marquage comme indication d'approbation et sa responsabilite 
n'est pas engagee quand un materiel est declare conforme a I'une de ses normes. 

6) L'attention est attiree sur le fait que certains des elements de la presente Norme Internationale peuvent faire 
I'objet de droits de propriete intellectuelle ou de droits analogues. La CEI ne saurait etre tenue pour 
responsable de ne pas avoir identifie de tels droits de propriete et de ne pas avoir signale leur existence. 

La Norme Internationale CEI 60059 a ete etablle par le comite d'etudes 8 de la CEI: Tensions 
et courants normaux - Frequences normales. 

Cette deuxleme edition de la CEI 60059 annule et remplace la premiere edition parue en 1938 
et constltue une revision technique. 

Le texte de cette norme est Issu des documents sulvants: 



FDIS 


Rapport de vote 


8/1174/FDIS 


8/1176/RVD 



Le rapport de vote Indlque dans le tableau cl-dessus donne toute Information sur le vote ayant 
abouti a I'approbatlon de cette norme. 

Cette publication a ete redlgee selon les Directives ISO/CEI, Partle 3. 
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INTERNATIONAL ELECTROTECHNICAL COMMISSION 



lEC STANDARD CURRENT RATINGS 



FOREWORD 

1) The lEC (International Electrotechnical Commission) is a worldwide organization for standardization comprising 
all national electrotechnical committees (lEC National Committees). The object of the lEC is to promote 
international co-operation on all questions concerning standardization in the electrical and electronic fields. To 
this end and in addition to other activities, the lEC publishes International Standards. Their preparation is 
entrusted to technical committees; any lEC National Committee interested in the subject dealt with may 
participate in this preparatory work. International, governmental and non-governmental organizations liaising 
with the lEC also participate in this preparation. The (EC collaborates closely with the International Organization 
for Standardization (ISO) in accordance with conditions determined by agreement between the two 
organizations. 

2) The formal decisions or agreements of the lEC on technical matters express, as nearly as possible, an 
international consensus of opinion on the relevant subjects since each technical committee has representation 
from all interested National Committees. 

3) The documents produced have the form of recommendations for international use and are published in the form 
of standards, technical reports or guides and they are accepted by the National Committees in that sense. 

4) In order to promote international unification, lEC National Committees undertake to apply lEC International 
Standards transparently to the maximum extent possible in their national and regional standards. Any 
divergence between the lEC Standard and the corresponding national or regional standard shall be clearly 
indicated in the latter. 

5) The lEC provides no marking procedure to indicate its approval and cannot be rendered responsible for any 
equipment declared to be in conformity with one of its standards. 

6) Attention is drawn to the possibility that some of the elements of this International Standard may be the subject 
of patent rights. The lEC shall not be held responsible for identifying any or all such patent rights. 

International Standard lEC 60059 has been prepared by lEC technical committee 8: Standard 
voltages, current ratings and frequencies. 

This second edition of lEC 60059 cancels and replaces the first edition published in 1938 and 
constitutes a technical revision. 

The text of this standard is based on the following documents: 



FDIS 


Report on voting 


8/1174/FDIS 


8/1176/RVD 



Full information on the voting for the approval of this standard can be found in the report on 
voting indicated in the above table. 

This publication has been drafted in accordance with the ISO/IEC Directives, Part 3. 
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CARACTERISTIQUES DES COURANTS NORMAUX DE LA CEI 



1 Domaine d'application 

La presente norme specifie les caracteristiques des courants normaux pour les dispositifs, 
appareils, instruments et appareils de mesure electriques qu'il convient d'utiliser pour la 
conception des systemes d'utilisation ou des materiels, ainsi que des caracteristiques de 
fonctionnement. 

La presente norme ne s'applique pas aux caracteristiques des courants qui concernent les 
composants et les parties utilises a I'interieur des dispositifs electriques ou articles corres- 
pondant au materiel. 

2 References normatives 

Les documents normatifs suivants contiennent des dispositions qui, par suite de la reference 
qui y est faite, constituent des dispositions valables pour la CEI 60059. Pour les references 
datees, les amendements ulterieurs ou les revisions de ces publications ne s'appliquent pas. 
Toutefois, les parties prenantes aux accords fondes sur la CEI 60059 sont invitees a 
rechercher la possibilite d'appliquer les editions les plus recentes des documents normatifs 
indiques ci-apres. Pour les references non datees, la derniere edition du document normatif en 
reference s'applique. Les membres de la CEI et de I'lSO possedent le registre des Normes 
Internationales en vigueur. 

ISO 3:1 973, Nombres normaux - Series de nombres normaux 

3 Caracteristiques 

Les valeurs choisies correspondent a la serie R10 specifiee dans I'lSO 3. 

Pour un type quelconque de materiel, 11 convient de choisir les caracteristiques des courants 
parmi les valeurs indiquees ci-dessous. 



Caracteristiques de courants normaux 

A 


1 


1,25 


1,6 


2 


2,5 


3,15 


4 


5 


6,3 


8 


10 


12,5 


16 


20 


25 


31,5 


40 


50 


63 


80 


100 


125 


160 


200 


250 


315 


400 


500 


630 


800 


1000 


1 250 


1 600 


2 000 


2 500 


3 150 


4 000 


5 000 


6 300 


8 000 


10000 


12 500 


16 000 


20 000 


25 000 


31 500 


40 000 


50 000 


63 000 


80 000 


100000 


125 000 


160 000 


200 000 















L'echelonnement des termes peut varier selon les materiels consideres, d'apres leur utilisation 
ou leurs proprietes. II convient d'etudier le choix des valeurs a adopter pour chaque cas en 
fonction des avantages; on peut etre conduit pour des raisons fondees a choisir les valeurs 1 ,5 
- 3 - 6 - 7,5 au lieu de 1 ,6 - 3,15 - 6,3 - 8 ainsi que leurs multiples par 10" (n etant un entier 
positif). 
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lEC STANDARD CURRENT RATINGS 



1 Scope 

This standard specifies standard current ratings for electrical devices, apparatus, instruments 
and equipment and should be applied to the designing of utilization systems or equipment as 
well as to operating characteristics. 

This standard does not apply to current ratings of components and parts used within electrical 
devices or items of equipment. 

2 Normative reference 

The following normative documents contain provisions which, through reference in this text, 
constitute provisions of lEC 60059. For dated references, subsequent amendments to, or 
revisions of, any of these publications do not apply. However, parties to agreements based on 
lEC 60059 are encouraged to investigate the possibility of applying the most recent editions of 
the normative documents indicated below. For undated references, the latest edition of the 
normative document referred to applies. Members of lEC and ISO maintain registers of 
currently valid International Standards. 

ISO 3:1973, Preferred numbers - Series of preferred numbers 

3 Ratings 

The chosen values are compliant with the R10 series specified in ISO 3. 

For any type of equipment the current ratings should be selected among the following values. 



standard current ratings 

A 


1 


1,25 


1,6 


2 


2,5 


3,15 


4 


5 


6,3 


8 


10 


12,5 


16 


20 


25 


31,5 


40 


50 


63 


80 


100 


125 


160 


200 


250 


315 


400 


500 


630 


800 


1000 


1 250 


1 600 


2 000 


2 500 


3 150 


4 000 


5 000 


6 300 


8 000 


10000 


12 500 


16 000 


20 000 


25 000 


31 500 


40 000 


50 000 


63 000 


80 000 


100000 


125 000 


160 000 


200 000 















The steps may vary according to the equipment concerned, depending on their use or 
properties. The selection of the values to be adopted should be considered in each case on its 
merits and it may be found that there are good grounds for choosing 1 ,5 - 3 - 6 - 7,5 instead 
of 1 ,6 - 3,1 5 - 6,3 - 8, as well as their multiples of 1 0"^ (n is a positive integer). 




standards Survey 



The lEC would like to offer you the best quality standards possible. To make sure that we 
continue to meet your needs, your feedback is essential. Would you please take a minute 
to answer the questions overleaf and fax them to us at +41 22 919 03 00 or mail them to 
the address below. Thank you! 

Customer Service Centre (CSC) 

International Electrotechnical Commission 

3, rue de Varembe 
1211 Geneve 20 
Switzerland 

or 

Fax to: lEC/CSC at +41 22 91 9 03 00 



Thank you for your contribution to Vne standards-making process. 



Prioritaire 



Nicht frankieren 
Ne pas affranchir 




Non affrancare 
No stamp required 



REPONSE PAYEE 
SUISSE 



Customer Service Centre (CSC) 
International Electrotechnical Commission 

3, rue de Varembe 
1211 GENEVA 20 
Switzerland 



i 



Q1 



Q2 



Q3 



Q4 



Q5 



Please report on ONE STANDARD and 
ONE STANDARD ONLY. Enter the exact 
number of the standard: (e.g. 60601-1-1) 



Please tell us in what capacity(ies) you 
bought the standard (tick all that apply). 
I am the/a: 



06 



If you ticked NOT AT ALL in Question 5 
the reason is: (tick all that apply) 



purchasing agent 


□ 


librarian 


□ 


researcher 


□ 


design engineer 


□ 


safety engineer 


□ 


testing engineer 


□ 


marketing specialist 


□ 


other 




1 work for/in/as a: 




(tick all that apply) 




manufacturing 


□ 


consultant 


□ 


government 


□ 


test/certification facility 


□ 


public utility 


□ 


education 


□ 


military 


□ 


other 





This standard will be used for: 
(tick all that apply) 



general reference 


□ 


product research 


□ 


product design/development 


□ 


specifications 


□ 


tenders 


□ 


quality assessment 


□ 


certification 


□ 


technical documentation 


□ 


thesis 


□ 


manufacturing 


□ 


other 




This standard meets my needs: 




(tick one) 




not at all 


□ 


nearly 


□ 


fairly well 


□ 


exactly 


□ 



07 



08 



09 



standard is out of date 
standard is incomplete 
standard is too academic 
standard is too superficial 
title is misleading 
I made the wrong choice 
other 



□ 
□ 
□ 
□ 
□ 
□ 



Please assess the standard in the 
following categories, using 
the numbers: 

(1) unacceptable, 

(2) below average, 

(3) average, 

(4) above average, 

(5) exceptional, 

(6) not applicable 

timeliness 

quality of writing 

technical contents 

logic of arrangement of contents .. 

tables, charts, graphs, figures 

other 



I read/use the: (tick one) 

French text only □ 

English text only □ 

both English and French texts □ 



Please share any comment on any 
aspect of the lEC that you would like 
us to know: 



X 




Enquete sur les normes 



La CEI ambitionne de vous offrir les meilleures normes possibles. Pour nous assurer 
que nous continuons a repondre a votre attente, nous avons besoin de quelques 
renseignements de votre part. Nous vous demandons simplement de consacrer un instant 
pour repondre au questionnaire ci-apres et de nous le retourner par fax au 
+41 22 919 03 00 ou par courrier a I'adresse ci-dessous. Merci ! 

Centre du Service Clientele (CSC) 

Commission Electrotechnique Internationale 

3, rue de Varembe 
1211 Geneve 20 
Suisse 

ou 

Telecopie: CEI/CSC +41 22 919 03 00 

Nous vous remercions de la contribution que vous voudrez bien apporter ainsi 
a la Normalisation Internationale. 



Nicht frankieren 
Ne pas affranchir 



Prioritaire 




Non affrancare 
No stamp required 
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Centre du Service Clientele (CSC) 
Commission Electrotechnique Internationale 

3, rue de Varembe 
1211 GENEVE 20 
Suisse 
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Q1 



Q2 



Veuillez ne mentionner qu'UNE SEULE 
NORME et indiquer son numero exact: 
(ex. 60601-1-1) 



Q5 



En tant qu'acheteur de cette norme, 
quelle est votre fonction? 
(cochez tout ce qui convient) 
Je suis le/un: 

agent d'un service d'achat □ 

bibliothecaire □ 

chercheur □ 

ingenieur concepteur □ 

ingenieur securite □ 

ingenieur d'essais □ 

specialiste en marketing □ 

autre(s) 



Q6 



Cette norme repond-elle a vos besoins: 
(une seule reponse) 



pas du tout 
a peu pres 
assez bien 
parfaitement 



□ 
□ 
□ 
□ 



Si vous avez repondu PAS DU TOUT a 
Q5, c'est pour la/les raison(s) suivantes: 
(cochez tout ce qui convient) 

la norme a besoin d'etre revisee □ 

la norme est incomplete □ 

la norme est trop theorique □ 

la norme est trop superficielle □ 

le titre est equivoque □ 

je n'ai pas fait le bon choix □ 

autre(s) 



Q3 Je travaille: 

(cocliez tout ce qui convient) 



dans rindustrie 


□ 


comme consultant 


□ 


pour un gouvernement 


□ 


pour un organisme d'essais/ 




certification 


□ 


dans un service public 


□ 


dans I'enseignement 


□ 


comme militaire 


□ 


autre(s) 





Q7 Veuillez evaluer chacun des criteres ci- 
dessous en utilisant les chiffres 

(1) inacceptable, 

(2) au-dessous de la moyenne, 

(3) moyen, 

(4) au-dessus de la moyenne, 

(5) exceptionnel, 

(6) sans objet 

publication en temps opportun 

qualite de la redaction 

contenu technique 

disposition logique du contenu 

tableaux, diagrammes, graphiques, 

figures 

autre(s) 



Q4 Cette norme sera utilisee pour/comme 
(cocliez tout ce qui convient) 

ouvrage de reference □ 

une recherche de produit □ 

une etude/developpement de produit □ 

des specifications □ 

des soumissions □ 

une evaluation de la qualite □ 

une certification □ 

une documentation technique □ 

une these □ 

la fabrication □ 

autre(s) 



Q8 Je lis/utilise: (une seule reponse) 

uniquement le texte frangais □ 

uniquement le texte anglais □ 

les textes anglais et frangais □ 



Q9 Veuillez nous faire part de vos 

observations eventuelles sur la CEI: 



i 
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